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1 . ERATIC BEHAVIOR OE METAL DETECTORS IS NOT UNUSUAL AND 
IN FACT MIGHT BE EXPECTED WHENEVER THEY ARE USED NEAR 
ACTIVE OR ENERGIZED ELECTRIC DEVICES OR CIRCUITS. 

2. IT WOULD ALSO NOT BE UNLIKELY THAT TWO METAL DETECTORS, 
EVEN OE THE SAME TYPE, WOULD REACT SOMEWHAT DIEEERENTLY IN 
THE PRESENCE OE ACTIVE ELECTRICAL DEVICES BECAUSE OE DIE- 
EERENCES IN ADJUSTMENT OR WIRING LAYOUT OR MANUEACTURING 
TOLERANCES. 

3. IN THIS PARTICULAR INSTANCE, IT IS ALSO POSSIBLE THAT 
THE METAL DETECTOR IS OUT OF ADJUSTMENT OR IN NEED OF 
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